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- Nature Gives You a Warning | Before It Strikes 


Our Machines are now in thousands of such prominent homes and 
- endorsed by the medical profession to be one of the best of its M" | 


O And if this machine had not accomplished something beyond pro. X 
E the extraordinary, we could not produce such testimonials | 
and copies of original letters as we inclose. ¿you herewith. i 


mmn 


Å TH "dii DAY TRIAL OF THIS. MACHINE MEANS A SALE 


14 >i so. DO NOT OVERLOOK THIS OPPORTUNITY ^ ab: A 


R. E “Ola Bree: Reo Motor Co., Lansing, ‘Mich. FEET Sg T H a AE : | 3 
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e Electric Machine ta. | | z 
414 Bowles Bldg., Detroit, Mich. . gere | å 
Dear Sir— P vj E 
t gives me pleasure to record the splendid reales 1 have obtained from the use of the Roche Electric ida ieni 
Machine, I purchased from you the middle of last month. | 
ast December I was stricken with paralysis, which left me in tow: helpless “condition STE had been taking 
treatments in one of the best known sanitoriums in this city, when my attention was drawn to your machine. It 
was difficult for me to continue with these baths and rubs, besides I could not see that they were doing me åny 
material good, so I decided to give your Roche Machine a trial. ~ 

| our first treatment convinced me of its exceptional qualities. ' I had only used the machine five days vi en 
good results began to make their appearances; the dull feeling I had i n my head left me and my nerves began to 
feel ealm and restful. 

have used the machine now about three weeks and the results thinad are wonderful. I would highly foc- 
ommpnd this machine to a one, who, like myself needs an increase of circulation and a reviving of the nerves. 
Respectfully, : | DR. A. E. MILLS. 


Lewis H. Withey, Pres. “Mich. Trust Co., "Suid Rapids, Mich. TE SNOP ARE MATO E ywo 
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From Dr. m E. Mills, M. D, Office 6368 Columbia Wa, Watrenseu me 
^ Detroit, Mia, p 8th, 1916. 
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ons — From. Jie G..A. Frasier, M. D., 740 Elizabeth ge Flint, Mich. i 

Dr Frasier, us 1a been suffering from paralysis, purchased our machine January 8; takes” his-treatments 
twice a day, says his circulation has improved wonderfully. He goes to bed now without hot water bottles or hot 
bricks to keep warm. He is more than pleased with the pepe, and sees a remarkable improvement in | his con- 
dition. Eg : 
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EDWARD MI MARK. PRESIDENT. (SAAG FOSTER, Vice PRESIDENT - 





R. B. MARK, CASHIER E. C. BURKE, Ass'srANY O 


| dw. | Av By 
ie State Bank 
un OP Å PAID UP CAPITAL. $30,000.00 : 
| Gladinin, Michigan Sept. 4th:1915» d 
Rochie“Electric Hygienic Machine Co., 
Grand Rapids , Mich. 


Gentlemen: - | 
We beg to advise that Mr. William McCarty has deposited 


thirty($30.00) dollars in this bank payable to your order tnirty 
days after he receives certain merchandise from yov, providing same 


jo satisfactory in every wey. 







Yours Very Truly, 


| i | Mich. Oct. 8, 1915. 
Roche Electric Machine Cok, | , 

Grand Rapids, Mich. EE 
Gentlemen: 
| Replying to your communication of the 8th insi. will 
say that I have decided tonkeep the machine. It has given me 
great relief. Enclosed find. check for balance. 


Yours TS. > Y Ms Z JE 
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J. D. VANDERWERP 
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28-30 WEST WES TERN AVENUE. 1 


MUSKEGON, MICH., AT e) ud 9 


Lox 





Be 

MAR24 16 
8—30AM 
MICH 


Toch A aay, 
| y A | 
Vh ef 
3 | Sa ed, | 











4 








~ Mow Offrees, 
Phillips & Jerks E 
: | ort Hanon Mech i 
| | Rø Philips MI Jerks. : 
May ist, 1916. 


Roach Electric Machine Co., 


Grand Rapids, Mich. - 
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The Roche Electric Hygienic Machine 


FOR MEDICAL AND HOME USE 


Manufactured by the 
Roche Electric Machine Comp us 


GRAND RAPIDS, MICH. 


Dear Friend: 


This will once more introduce to you the Roche Electric Hygienic 


Machine which we ship directly from our factory. 


We also wish to call 


your attention to the marked sale and success this machine has met with 
in our home town, and as a favor, would ask you to give this your 


careful eonsideration. 


The Roche Electric Hygienic Machine was invented and patented 


"by Prof; Je D. 0810 


who has had years of practical experience in giv- 


ing hygienic treatments in some of the well known sanitariums and 
health resorts throughout the United States; and it is through giving 
these treatments that Prof. Roche has brought out this wonderful | 
machine for medical and home treatments. 


This machine is not a vibrator, but gives to 1e 
tem what is known as a pulsorating and atotomical effect. 
stored in dry cells; thus doing away:with any possibil- 


its own power, 


ity. of fatal shocks through short circuit. 
All you have to do is to turn on the switch and everything 
The total cost of operating this machine is about 


conneot. 
is in readiness. 
90c per year. 


the general sys- 
It generates 


There are no wires to 


It is hy pouring this vitalizing current of electricity into 
the system once every twenty-four hours that our machine wards off and 


overcomes many diseases, as the following pages will explain. 
are in any way troubled with poor circulation, nerve trouble, 


If you 
varicose 


veins, or any other of the ailments described in our booklets and cir- 


culars, we cannot urge too greatly the use of our machine, 


as it has 


accomplished something beyond the ordinary or the testimonials would 


not be there, 
throughout the United States. 


and they are from the most prominent business men 
As manufacturers of electrical appli- 


ances we' also build High Frequency or Violent Ray Machines of i ee 
design and our goods are sold on å guarantee. 


For further information write us, 


ands we will send you one of 


our booklets explaining everything in detail. 


From R. P. Tietsort, President of the Royal Furniture Co. 
| Grand Rapids, Mich. 
Roche Electric Machine Co., 
City. 
Gentlemen: 

I am enclosing my check for the Roche Electric Hy- 
gienie Machine and by the way, I want to tell you how 
pleased I am with it. I use it twice eaeh day, night and 
morning, because I realize what it means to one to get the 
benefit of the increased circulation. It starts me off in fine 
condition for the day. 

i I hope you will have splendid sales on them, dud) you 
may use my name at any time. 


Yours truly, 
R.PSTIETSORT, 


Respectfully, 
ROCHE ELECTRIC MACHINE CO. 


From F. A. Voigt, President of the Voigt Milling Co. 
Grand Rapids, Mich. 


Roche Electrie Machine Co., City. 


. Gentlemen: 


I am more than echo to E your Roche 


Electric Hygienic Machine, for I know it is all you claim , 


it to be for poor circulation and lack of exercise; in fact, 


in my own case, it reduced a couple of varicose veins, © 


which was a surprise. Your machine certainly puts new 


å life into a person, and I can vouch for its good benefits to 


anyone whom you would recommend it. You certainly are 
doing good work for a good 'cause, and have my best 
wishes. 

Yours sincerely, 


(Signed) F. A. VOIGT. 
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Be your own master, 
tis, rheumatism, lumbago, 
are caused from poor circulation. and lack of 
ognize that the only permanent an 


past 30 years, 
of nature’s laws 


The Roche Electri 





ELECTRICITY is the Spark of Life, Says Pr 


The WELL KNOWN HYGIENIC INSTRUCTOR in PHYSICAL SCIENCE, and INVEN' 
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The above cut shows the Roche Electric Hygienic 
Machine. It is highly finished in a quarter-sawed 
oak casing, and all nicheled trimmings. The machine 
is 16 inches long, 14 inches wide, by 6 inches deep. 


From Mr. , Illinois Plant Company 


70 S. Batavia Ave. 





Batavia, Ill. 
The Roche Electric Machine Company, 
Grand Rapids, Michigan. 


Gentlemen: 


Some months ago I purchased one of your Roche 
Electric Hygienic Machines and have been using it 
practically once every day, and sometimes twice. My 
nerves and circulation are greatly improved and I 
feel more like myself. 


How long will these batteries last and where do 
I send to get new ones? 


Now I do not want any publicity, but nevertheless 
your machine is O. K. 


Very truly yours, 


THE ROCHE ELECTRIC HYGIENIC MACHINE is no experiment. It has been universally successful. 
Prof. Roche is now offering to the publie his new Electric Hygienie Machine for medical and home treatment. 
don't be a slave to diseases such as paralysis, locomotor ataxia, vertigo, apoplexy, neuri- 
gout or hardening of the arteries. Remember the majority of these troubles 
proper exercise. If you are intelligent and wise you will rec- 
d positive manner of maintaining perfect health is through the applica- 
tion of Electrics, Rubbing and Massage. Prof. Roche has used this system of Hygienic treatment for the 
and there is not another such a direct and effective way of appealing to nature or making use 
for physical or mental improvement or advancement as by the use of the Roche Electric 








THAT CONSTANT 
IRRITATION OF YOUR 
NERVES IS A WARNING 


Showing the apparatus ready for use. The case has a folding bo 
how simple it is to operate. There are no wires to connect, everythin 
footplates when using, as you will see in the illustration at the right. 
for electric shower and tub baths. The machine is fully equipped for 


HELP NATURE IN THE FIGH) 


Do you realize what this machine means to one wanting : 
insomnia. Have you prostate gland trouble, varicocele, varico: 
chine at once. 

Remember you can apply this machine more intelligently 
electric treatments they should be taken daily, as prescribed i 
your sanitarium at home. For further : 


The Roche Electric Machine | 

















c Hygienic Machine 


OR of the ROCHE ELECTRIC HYGIENIC MACHINE for MEDICAL and HOME USE 


Hygienic Machine. It is by pouring this vitalizing current of electricity into your system that the afflicted 
parts become as strong and vigorous as ever. It takes the place of exercise, dissolves that fat, dead tissue by 
stimulating the lymphatie fat glands, normalizes your weight, and gives your muscles a firm elasticity. 

This machine is not a Vibrator. We also manufacture a combination machine, known as a High Ray, 
or in other words, a Violet Ray, giving an inch and a half spark. Our combination machine is equal to the 
most expensive machines used by physicians. The Roche Hygienic Electrie Machine should be in every home, 
especially where people live who are unable to exercise, from physical ailments or other causes. Remember 
our Electric Hygienic Machine increases the circulation, revives the nerves and gives you new vigor and 
strength. Nature intended you to live one hundred years. 


| .. DON'T BE A DEAD ONE AT FIFTY 


ES 


Invented and Patented by Prof. J. B. Roche, 
January 19, 1915 


SAA 
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No. 1—The Roche Electric Hygienic Machine, 





FULLY EQUIPPED, PRICE... $50.00 


i Trade , Mark 


No. 18—0ur new Combination Machine, 


HIGH RAY. re 75.00 


x 
QUA.» 


Prof. J. B. Roche taking his usual Electrie Treatment 
before retiring. 
uf fff PPP PPP PP PEPPER IRE 
nee S: ntl From Mr. F. W. Court, Wholesale Dealer and Shipper 
T | Marshall, Michigan, Oct. 19. 
| | The Roche Electrie Machine Company, 
Grand Rapids, Michigan 


tom which enables the machine to lay flat on the floor. You can readily see Gentlemen: 

- is in readiness. All you have to do is to throw on the switch, stand on the | In the spring of 1918 I purchased one of your 
This-machine cannot only be used for electric rubbing and massage, but also Roche Electric Hygienic Machines and I am glad to 
home use. | say that I am very much pleased with it and would 


not want to be without it for twice what it cost. 

| Myself and family have enjoyed taking these 
AGAINST DISEASES AND PAIN treatments for the past years, i emus have a pet 
Å w dis Å Í name for our machine. When anything goes wron 

| vital strength, suffering from nervous debility, constipation or jour family we say, “Get out al Little Doctor.” s 

e veins, swollen glands or a goiter? If you have send for our ma- A friend of ours is suffering from Neuritis and 

the doctor does not do much to help her. Do you 


to yourself than any so-called operator. And to get results out of recommend your machine for Neuritis. Now if you 

all sanitariums. In the Roche Electric Hygienic Machine, you have will give me this information in regards to this 
trouble, I will try and have her use my machine. 

«formation write | Have you made any improvements in your makes of 
machines and what are the present prices? 


o., Grand Rapids, Mich, U.S.A. 77759775 
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So Much to Their Broad Policy 


And friendly interest in mankind, that these well-known Grand Rapids citizens permit us to use their 


I 


names in this circular, and they are justly proud in recommending the 










Roche Electric Hygienic Machine 


First, We Refer You to the Old National Bank for Reference 





Judge C. W. Sessions.............. Judge United States Court. Be oe 
May CoH. Leonia 5 President of the Leonard Refrigerator Co. She A K 
Mr. W. W. Huelster..........Secretary Grand Rapids Paper Box Co. Å 
Mr. W. E. Tallmadge.............. Fourth National Bank Building, City Commissioner. 
| Mr. C H. Withey e 6 President of the Michigan Trust Co. 
Mr.: Chas. Hauserñitco. ua Of Hauser, Owens, Ames Co., Contractors and Builders. 
| Mr. G-H Yong 5 2.34 President of the Grand Rapids Show Case Co. 
Mr. WK. Williams 0 Vice-President of the Grand Rapids Show. Case Co. 
Mr. Louis Braudy .........-......... .Of M. J. Braudy & Sons (also member of the Board of 
Police and Fire Commissioners.) . 
Rev. T. J. Reed.......- dup up id Pastor of St. Frances Xavier Church. 
Mr. EAS Clements President of the Globe Knitting Co. 
Mr. We ee Gori Vive-President of the Nichols Cox 
i Lumber Co. 
f MrH. J. Dudley. t2: President of the Dudley Lumber Co. Complete Electric Toilet Set 
n Mr E-E Demie e ea President of the Dennis Lumber Co. 
| The Merit of This Machine is Unquestionable 
| ¡OUR SPECIAL HIGH-RAY OUTFIT : From Mr. X. Kazmier, Keystone Instant Food Company 


Model D. Price, $15.00 | Danbury, Conn. 
Je Eee NS ! The Roche Electric Machine Company, 
Grand Rapids, Michigan. 
Gentlemen: | 
I have your machine and it YS Working fine. The results I have 
received from its use have been more than I had expected. A number 
of my friends have complimented me on the way I have picked up 
during the last few months, and it is all due to the Roche Electric 
Hygienic Machine. 
I have recommended your machine to à number of my friends and 
there is no doubt but that you will make some sales later on. TAG 
Should I wish to exchange my No. 1 Machine for a No. 18 Combi- 
nation Machine, what would you allow me for the machine I now have? | 
Kindly forward this information at once. 
: Very truly yours, 








; i p J E X. KAZMIER. 
This is contained in a black leatherette SEND FOR PRICES ON OUR 
case, satin lined 
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VIOLENT-RAY OUTFITS 
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N@-DRAG ELECTRIC FOOTPADS 


For Fallen Arches They Support Misplaced Bones 
Light as a Feather 


| Remember, you are not dragging 865 pounds of extra weight around 
| | a year when you wear NO-DRAG ELECTRIC FOOT PADS. 
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Just where you need it Always in place Does not disfigure your shoe 


They stimulate the circulation and stop pains and remove that tired, 

weary feeling from your feet and legs. Sold under å guarantee or money = | 

refunded. Price, $1.00 a pair. Model B HIGH-RA Y, One-Piece Machine 
| Price $12.00 
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From Dr. F. J. Dickey, written to Mr. W. H. Patterson who 
recommended the machine to him. Dr. Dickey is one of Dallas's 
most prominent physicians and surgeons. 


«Mc 
Dallas, Texas. 
Mr. W. H. Patterson, 
Dallas, Texas. 
Dear Sir:— — 
In reply to your letter asking what I think of the Roche 
Electric Machine will say: The improvement in my physical 


condition by using the Roche Electric Machine for the past six 
months has been wonderful. My health is better and can do more 
work than for several years. Did not think such a thing. was 
possible. It is certainly the old man's friend. 

| Yours truly, 


(Signed) F. J. Dickey, M. D. 























Invented and Patented by 
Professor J. B. Roche Jan. 19, 1915 


No. 1—The Roche Elec tric Hygienic 
Machine, FULLY EPUIPPED PRICE--$50.00 
No. 18—0ur New Combination Machine HIGH Ray 


STOP! 


pending Your Money for 
orthless Treatments and 


Cheap Inferior Electrical | 


Devices When Doctors Use 
| and Reccomend | 
THE ROCHE ELECTRIC HYGEINIC 


MACHINES | 


From Dr. Morgan, Who Conducts a Private Sanitarium at 
St. Petersburg, Fia. 

| St. Petersburg, Fla. 

Roche Electric Machine Co., 

Grand Rapids, Mich. 
Gentlemen: 

The Roche Electric Machine I recently bought of you has given 
the most perfect satisfaction, and I take great pleasure in recom- 
mending your machine. A Mr. C. B. Stratton, some over 60 years 
of age, had a stroke of paralysis, causing a partial paralysis of the 
left arm and left leg and general system. 1 have been giving him 
treatments for the past month, and he has improved wonderfully. 
And I have recommended your machine to him. I wish to state 
that I am very much pleased with the results obtained in every 
instance to which I have applied it. 

Very sincerely yours, 
DR. THOMAS MORGAN: 


DN 


From. One of Chicago's Well Known Physicians 
3446 State St., Chicago, Ill. 
Roche Electric Machine Co., 
Grand Rapids, Mich. 
Gentlemen: 

After taking treatments with your machine now since 
receiving it on January 26, I must say that I am really at 
a loss to express the wonderful results that your machine 
has brought about, a service that mankind can hardly ex- 
pect nor perceive. 

Suffering with lumbago of the back and also with a 
local trouble, I find after taking 18 treatments that there 
is nothing like it. I had even visited a hot spring bath 
and there took 21 baths with but little relief. But, now, 
after using your machine my kidneys, liver and stomach 
perform their duties with the regularity of a clock, and 
my back feels that a large burden was taken from it. I 
now have more vitality and feel like a different man. 

I shall work willingly to the advertisement of your 
machine, because I realize that it is a wonderful invention 

and help to mankind. 
Yours obligingly, 
S. L. LEWIS, M. D. 














. the price of the machine, and this is why we insist upon your filling out 
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et DONT FALL INTO THE ARMS OF DEATH 


Thousands of pe 
which destroys much o 
word, yet they are far fro 
always looking for sympath 
“Cure” and they easily fall vic 
the Arms of Death. They worr 
serious diseases as Diabetes, High 
ailments such as Neuritis, Lumbago, R 
Paralysis, Constipation, Prostrate Gland 
treatment, thus robbing the system of its su 
er or later in chronic invalidism, impaired orga 

Nr profession has found it impossible to ove 

Prof. J.B. opui E 19, 1915 treatments by the use of the Roche Electric Hygl 
force which produces in the human body a condition of Health cannot 
be denied. The only question is: What is the best way to apply it? 
To this we cannot too highly recommend the Roche Electric Hygienic 
Machines. You can give yourself these health-giving treatments in the 
privacy of your own home and apply them more scientifically, with more 
suecess, than any paid operator and without the least trouble or incon- 
venience as is clearly illustrated in the charts and instructions which ac- 
company each machine. It generates a mild, soothing current oí electri- 
city and supplies it to the body in a manner that is pleasant and you will 
enjoy and look forward to your treatments, which should be taken daily. 
The Roche Electric Hygienic Machines are Nature's Restorer, a great 
health-giving power which is today being used by thousands of intelli- , Uis lt 
gent, health-seeking men and women all over the world. Often sufferers in VA he 7" 7 
their own mind know that it is the Roche Electric Hygienic Machine they ^ 7 
want, still they will permit themselves to be influenced by some cheap, 
worthless article which is sold under the name of an electric generator, 
or other cheap contraption and do not stop to realize in buying our ma- 


chine that they have the advice of a man who has had years of hospital 
experience in giving hygienic treatments. This alone is oftentimes worth 


















go through their daily routine of life with a feeling of depression 
e pleasure of living. They are not sick in the general sense of the 
eing well. Just dragging along in a nervous, haphazard manner, 
advice, and as you know, everyone has a remedy or so-called 
of these unscrupulous methods and sooner or later Fall Into 
r mere trifles not realizing that this is food for such 
Pressure, Bright's Disease and many other chronic 
atism, Hardening of the Arteries, Locomotor Ataxia, 
le,etc. The attempt to continue without the proper 
of strength and vitality oftentimes results soon- 
ion or nervous prostration, which the medi- 
y drugs and therefore resort to electric 
c Machines. That electricity is the vital -- 
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and returning the question blank, so that we may advise what current 
of electricity would be more suitable in your case. 





ies ^ —- Remember He's No Friend of 
The Roche Electric Hygienic Machine 


DON'T SCREEN SOCIETY--BEAUTY DEPENDS UPON YOUR HEALTH 


The Roche Electric Hygienic Machines will not only develop your body 
and overcome physical defects, but protects your hair, preventing baldness 
and not only restoring it to its natural color but also retaining same in this 
condition. Electricity is food for the impoverished follicles and is nourish- 
ment for the roots of the hair, kiling the parasites and removing the 
dandruff in a few treatments. Eczema and other skin diseases confined 
to the scalp very readily respond to this form of treatment. 'The Roche 
Electric Hygienic Machines are more effective and more lasting than any 
other treatment you can give the scalp, making the most stubborn hair stay 
the way you comb it, and retain a smooth, dressy appearance. The cut 
ll a very remarkable new growth of hair after three months treat- 
ment. 


For Further Information Write 


Your Beauty Parlor at Home 


ROCHE ELECTRIC MACHINE COMPANY Grand Rapids, Mich., U. S. A. 
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Tur Roce ELecreic Hycientc Mamme Is Smerep Direct From Our Factory To ALL PARTS OF THE Worm 


PHILIPPINE ISLANDS 
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AMERICA 


RECEIVED AT MAIN OFFICE, 35-37 PEARL ST, GRAND RAPIDS, MICH. “Pen” 


A150 ch 8 
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ROCRE ELECTRIC MACHINE CO 


GRAND. RAPIDS MICH 
EXPRESS US AT ONCE THREE ROCHE ELECTRIC MACHINES 


WEBSTER WARNOCK CO. 


KINGSTON 
MAR 8-1 
12——M 
JAMAICA 


9 30 
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LETTERS FROM ON 


CABLE ADDRESS 
CENTRUST" 


MORGAN STATE BRANCH 
ITTNEY-GENTRAKARUSTANDSAVINGSBANIG | 
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AT MORGAN STATE BRANCH 


VICTOR L BERNARD, MANAGER. 
M. MESSONNIER,ASSTHANA Ger! 





New ORLEANS LA. — oetober 8,1922. | 


Roche Electric Machine Co., 
Grand Rapide, Mich. 
Gentlemen:- ' 
We are enclosing herewith our New York exchange | 
for $40.00. This amount is for money deposited by Mr. J. A. 
Craesin, of 331 N. Front St., this city, which we have been 
holding in trust for your account. 


Kindly acknowledge receipt to us, and oblige 


Yours Y lv, 


Aas “tl Manager. 


SO at reg a TS Then t 


M 


(utto Oddie - Fatanhy 
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LEON BOCQUERAZ. PRESIDENT 
UM DUPAS, Vice PRESIDEN T 
ALPHONSE BOUSQUET. SECRETARY 
WF DUFFY. GE ME 
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CHAS L EBNER, IR ASST CAM!ER 


by Francie Califeniv Ostober 3, 1922. 


Roche Eleetric Machine C0+, 


Grand Rapids, Mich. 


å emen.= | 
Gentl ange for $40.- as per 


We are enclo8ing Chicago exch | 
een deposited 


p Eugene Marty, same having b 


day trial agreement» 
yours, 


your agreement wit 


with us under your thirty 
Very t 





DAY'S MAIL NOW Ji 


The ROCHE ELECTRIC HYGIENIC MACHINE is 
in a class by itself and differs from any other electrie 
machine on the market. It is simple to operate and will 


last a lifetime. 


Cre prp n POR, 


ert gatum al 






—— 


nae ee 







IS RES 


Invented and 
Patented by 
Prof. J. B. Roche Jan. 19, 1915 


A thirty day trial will convince anyone suffering fr 
chronic ailments of its real merrits, as it has proven 
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ESTABLISHED 1906 — INCORPORATED 1916 


MUSSELSHELL STATE DANK 





coo THE BANK THAT BACKS THE FARMER" 
ETEN EMIT MW RIA ETE Lo E DOR. EE ORI BE? | 


B. C. JACOBS, PRESIDENT $: 
E, E. SNELLING, Y:cE PRES. CHAS. E. RUERUP, CASHIER | 
MELYIN B. YATES, ASST. CASHIER 


MussELsHELL, Mont. October 3,1922, 


Roche Electric Machine Co., 
Grand Rapids, Mich. 


Gentlemen:- 


Replying to your letter of Sept. 28th, we are oS 


herewith enclosing our check for $40.00 being the balance 


due on the machine sold to Mr. J. W. Dixon. He says he is 


Y 


highly pleased with the machine. 


= 


ours very truly, 


Assistant Cashier. 4 
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ASBURY PARKAND OCEAN GROVE BANK 4 


HARRY A.WATSON, PRESIDENT 


FRANK M.MILLER,ASST CASHIER 


IRVING L REED Vice PRESIDENT 
IRVING NEWMAN, ASST CASHIER 


H. EARL FARRY, CASHIER 


ASBURY PARK,N.J. October 2,1922. 


Roche Electric Machine Co., 
Grand Rapids, Michigan. 
Gentlemen:- 

At the request of Alfonso Stefanile, we are 
enclosing our Cashier's Check for $40., Which represents 
a deposit left by him on the Roche Electric Hygienic 
Machine, which proved to be satisfactory. 







Asst. Cashier. 


DR. 
Mote Ce SCOTT, PRESIDENT 


E. WILL 
IS, VICE-PRESIDENT B. P. RILEY, As 


SS'T CasHi 
Cite Po 
SOLOMON, VICE-PREST, & CASHIER 


11445 


VEER CHANTS NATIONAL BAME 


CAPITAL STOCK $ 50,000.00 


| | ALABAMA Oct. 






3,1922, 
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Roche Electric 


Grand Rapids, Machine 


Mich. ee 


Gentlemen: 


of W. P. Hardw 
r Cashier's check for $40 08 belg 


mach: i 
machine ordered by him re aL Fete 





Yours very try y, 
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spinal injury for seven years, three years of this 


Weighing less than 80 pounds when starting under 


illustrates, of what the Roche Electric Machine . 


you may be; it will do more for you than any 


make them perform the duties assigned to them 


— HEALTH MEANS — 
HAPPINESS — 


As she looks today after suffering from a 
time in a wheel chair and pronounced uncurable. 


Prof. Roche’s hygienic treatment. Now weighing 


150. pounds and stands as a sample, as the cut 


has done for her. This lady met with this acci- 4 
dent at Spokane, Wash., in the Hotel Review. | 


^ I positively guarantee this machine to keep you. | 


young and restore your youth, regardless how old | 


hand manipulator or an hour of vigorous exercise. 
I assure you that this machine will.strengthen . 


your heart, stomach, your digestive organs and 


. and make your liver and every other organ of | Å 


your body know that they are alive. 


- Roche Elec DIN ae 
: Ctric y : s 
Grand Rapids, machine Co.p 3 
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«TSSL. Ave.; Tacoma. 





| | Box 33, Tacoma Wash. . 
| August. 5, 1924. 

| Roche Electric re Co.; 

oe Grand De Mich. 

| Gentlemen: — | 
I bought one of your machines while in- Chicago and 


... used it about a week while in that city. I have been using 


it every day since I got back to Tacoma. I had been troubled — 
with rheumatism and varicose veins for some time and with © 


less than a month's treatment the veins have nearly disap- 
peared and the rheumatism is entirely gone, and I believe 


— that I will be entirely cured when I have used it long enough — 
I would not part with the 
d gu. E: 
AMOS LOs ee 
He has rheumatism in hig 


to effect a. permanent cure. 
machine at any price if I could not get another. 
sending you the name and address of Mr. 


hips and knees, and it is almost impossible for him to get - 


around. 


success in relieving humanity, I remain, 
x Fen yours, 
J. T. Gahagan. 





_ FROM THE CHRISTIAN HEALTH 
INSTITUTE, PERU IND. | | 
TW. 6th St., Peru, Ind. 
| s August 7, 1924. 
Roche. Electric Machine Co. ded | 
: Grand Rapids, Mich.. 
Dear Sir:— = 


- Find enclosed check. for $45, for hick: express us ae 


once another machine. The.one recently purchased proved 
to be du to our client. ^| Yours truly, . 
DN uis Susan Health Institute. 


H. SCHUERMAN, President 
HM. WINSLOW, Vice Pres. 


If you will communicate with him, I know that 


you will sell him one of your machines. Wishing you . 


Incorporated 


“good to be free from all aches and pains. 


OBO W 2: 


 —he wants one. 





94 Lakeview ANO. Clifton, N. e 
Se 5, 1924. 
Roelie Electric Machine Co., 
Grand Rapids, Mich. 


Centlemen: Fer 


I feel it my duty. to inform. you that I am cared: E all 


-aches and pains caused by rheumatism and poor. circula- 
tion. 


After using your Hygienic Electric Machine for only _ 
4 months, I feel 25 years younger and believe me it feels 
Kindly. send ` 

descriptive Re to the following: Mr. P. H. M.. 5 
Ave., New Haven, Conn.; Mr. J. E cr y 
rio DE St., New Haven, Conn.; Dr. SiO 
Ave., Glifton, N. d ro ^ 
MENS truly your p 





FROM REV. L W. BREWER, VIENNA; GA 
| August ip 1924, 
Roche Flest Machine Co., 
| Grand Rapids, Mich. 


- Gentlemen:— . . 


I have been SUM your SER for 30 Dae now- dad Å 


find it all right. Enclosed you will find certified check for — 
$40, balance due on the machine. 
and return them the trial sale agreement. 


‘Kindly. notify the bank 


friend of mine came to my house and saw my machine, and - 


Yours respectfully, | SEE r 
J. W. Brewer, D. D 


W. B. WINSLOW, Vice Pres. : 
He. B. SCHUERMAN, Sec'y & Treas. a 


 GARROLLTON FURN ITURE | MEG. CO. 


MAKERS OF HIGH GRADE 


“Sates, , Dressers, Chiffoniers Wardrobes, Scams, Tables 


p y 


- Carlin, I Kentucky 


icai m. Hå S. Sprague, — 
= | “Manufacturers! Blag., 
SE a | Grand Rapides, 
Dern minn o 


| Received the Roche. Electric Heiene. Machine that eem Ere 


| you ordered for Brother Henry, and I have tried it out mye 


Michigan RE 


UR self several times and think it a good thing, 80 Y wish. you E 


CLHS/MK. 


For further information "ule to: | 





would order one expressed. to me. at once, sending! me the bill 
and: I will remit promptly upon receipt of same. pees : > 4 
| | Kindly give this your prompt. attention end oblige, xu 


Hem Youre very truly, i 5 ie ! E T Un. 


ae 


ROCHE E ELECTRIC MACHINE Kor Grand Rapids, Mich. 


Say listen, a . 


His address is Rev. D. H. Harris, Vienna, - Å 
Ga. Please write him and send him some: of your nus E 
| ture SO that he may read for himself. | 


p Remember that Your Body must make its Repairs while Running 


As illustrated n Prof. J. B. Roche, inventor of the Roche lectis Hynienie Machine, ho has indulged in these same treat- Kr 


| ments for the past 35 years. Statistics show that he is physically better Tala ie he was 20 years. ago, nam he took out his- 
first pae with. TUE New York m di has just not 3 


E s E: As ihe old saying has it--"The Proof of the Pudding d is in Lans Eating." At the age of 55, Prof. Roche lakes out: anew policy. 
SR Examination showing him to. be perfect o and. the blood depu of 120, that dat a new born € as illustrated in ze = 
| following unsolicited letter. | | | | Post | 





ito. ey ean Nees T rå 
THE WORLD 


PER | MICHAEL LEONARD . - 

: SUITE 310 CITY BANKS BUILDING 
GRAND RAPIDS, MICH." . 
$23 0 GRAND RAPIDS. 


December 16, 1924 . 


EH PE Electric Machine co., F 
-. Grand. Rapids, Mich. 


i 


pe Professor Roche: 


er IT beg. to nino lad es | ensipt of your 
check for $260.90, being the first premium on 
. Policy $6,378, 376 for $5000 on the Ordinary 

: bags Plan, for which I thank you. fo 3e | 


EG It is Worthy of ‘note to call attention. 
d de. the fact that your application and report. 
of your examination were received at the Home © 
— Office on December 3rd, the policy issued on. 
December 5th, and delivered. to you on December 
SITA, The promptness with which the Company was 
pi ut table. to consider your case was due to your present . 
"tipo splendid. physical condition, and it is a pleasure 
SERRO for me to be dble to congratulate you on securing 
- . such speedy consideration. It might interest JON, | 
Pr Knew that your blood. pressure. Pendens was 220. 





With kindest | regards, 1 renain, 








Just What They All Say 
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DUIS Pri GE | E Sd 
pro Sleawiio Br January 24 - 19 . 
" Prof. J. B. Roche, 
Grand br qud 
Mich, 
Dear Mr. Roche.*. 
Please send one of your electrie 
machines to Bishop Thos, S. Brrnam Nashville, Tenn, 
and send pr to me. 
I will ker ata your writ ing Bt éiop 
Byrnes and giving nim full instructions about the use of 
this machine, etc. 
OMER GIVEN j Ú STANTON JARRETT 
GEN MGR f 22 : PRESIDENT 


CLENDENIN MILLING COMPANY 
.^FLOUR, FEED. HAY & GRAIN | 


CLENDENIN, W VA. 
1/24/19,.3. 


Roche Electric Machine Co., 
Grand Rapids, Mich. 
Gentlamen: — 
Please send Mr. Wade White of Clendenin, Y. Va. 
60m6 of your. literature and description of your machine. 


I have padommenced the machine to him and to 
others as I find it to be in every respect just. what you 
Gera 11 to be. : 
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A Plain Talk to the Ladies 


ABOUT THEMSELVES 


Fig. 1 
DERANGEMENTS A SERIOUS 
OF THESE TROUBLE 
DELICATE FREQUENTLY 
ORGANS TUMORS OR 
SHOULD BE GIVEN CANCERS 
THE PROPER ARE 
TREATMENT THE RESULT 
AT ONCE OF NEGLECT 





Outline of the Female Urinary and Generative Organs when in Normal Condition 


The above cut will illustrate and give you a clear comprehension of the urinary and generative 
organs. By dividing that portion of the body through the middle from the front backward, we first 
cut through the cushion of fat, Mons Veneris, then in succession the Pubic Bone, Bladder, Womb, 
Vagina, Rectum, front half of Spine, Spinal Marrow, rear half of Spine and lastly the Muscles and 
Skin. Just underneath the bone in front is revealed that sensitive organ, a facsimile of the male organ 
in miniature, the head of which protrudes and is called the Clitoris. Further back is the urethra or water passage, which is 
about one and a half inches long. The Vagina, next in succession is usually closed by its mucous lining being folded in upon 
itself. On the vagina at the rear rests the Womb or Uterus. It is pear shaped and the small end protrudes into the vagina. 
On either side of the womb are the Fallopian Tubes leading to the Ovaries, where at every menstruation a germ-cell is 
thrown off, passing through the tubes into the uterine cavity. 

These organs are very delicate and any weakened or diseased condition of the body may tend to derange them. The 
womb for instance, being in size and shape about that of the pear when in natural condition, may become inflamed and en- 
larged. By introduction of the finger into the vagina you can, when in a healthy condition just reach the opening of the 
womb. However, not one woman in five hundred is sound and therefore do not expect the findings to be as they should. 
In many cases were it not for the supporter worn, the womb would come out into the world. 

This condition is all wrong and now it will be easy to explain why you suffer with those severe backaches and many 
other aches or pains similar to a sore and swollen finger or foot. The womb has become enlarged and burdened through the 
congested deposit of blood or serum. The womb then drags down of this weight, pulling on the cords holding it into place 
from the spine. The spine being the nerve center of the system and cannot endure even the slightest burden, communi- 
cates the pain, and that soreness across the lower part of the bowels are directly resultant from this derangement. 

Something should be done, without hesitation to avoid serious trouble. "Tumors, cancer or even death are some of the 
inevitable consequences. Let us give you some of our valuable and helpful aids and outline a course of hygiene for you in 
connection with the use of the Roche Electric Hygienic Machine. Its prompt use will surprise you. The treatments stimu- 
late the circulation and soothe the affected parts. A fresh flow of blood being effected relieves that irritation and conges- 
tion. The entire system has been revitalized and you will feel yourself again. 3 

/ 


Ovarian and Uterine Tumors the Result of Neglect | 


Herewith we purpose to show the characteristics of the most common tumors that affect the ovaries. - 
and uterus, but also explain à comparatively new but most effective treatment to avoid and relieve this 


trouble. | 


Fig. 2 
OPERATIONS A BETTER 
FAIL TREATMENT 
IN WITH NO 
A DEATH 
GREAT PENALTY 
MANY CAN 
CASES BE HAD 





U—Uterus, B—Bladder, R—Rectum, T—Tumor 


Ovarian tumors generally consist of one or more cysts or sacs developed within the ovary and filled with a fluid or semi- 
fluid matter, formed from the interior. They vary in size from a pea, whilst some have been found to contain many quarts 


of fluid. 


Don't Wait and Sacrifice Your Life 


Fibroid tumors are a form of tumor of the uterus frequently met with. They are composed of fibrous tissue, identical 
in structure with that of the uterine wall. Oftentimes these tumors attain great size, capable of filling the entire cavity in 
the abdomen. 


Tumors interfere with the operation of essential organs, by obstruction or pressure against them. In this way they 
cause prostration, debility and great pain, and if left to go on will considerably weaken the constitution and shorten life. 
Often hemorrhage of a severe nature is produced, where the obstruction has gained considerable intensity. 


Don't wait until the last minute. It is not necessary to sacrifice yourself, but immediate treatment is necessary. 

Get our machine at once and begin treating yourself. Ordinarily if the circulation were perfect it would carry off these 

impurities, but just because the circulation is sluggish in the performance of its functions you must seek to improve this 

cause. Stimulate the circulation by the use of The Roche Electric Hygienic Machine and supply the want. A perfect har- 

= Mony in the function of all organs, with pain, weakness and other accompanying inconveniences relieved, can be effected by 
the timely introduction of this proper treatment. 


Fig. 3 POPUPI or POLYPOID TUMORS of the UTERUS are of three kinds, cystic mucous, and fibrous. They 

vary greatly in size, sometimes being as large as a teacup; and their point of attachment may be extensive, or 
consist only of small pedicle. The cystic and mucous varieties may spring from any portion of the mucous 
surface of the uterus, they are more frequently met with growing from the mucous membrane lining the 
cervical canal, and pendant from the mouth of the womb, as represented in Fig. 3. The most prominent 
symptoms of polypoid growths are hemorrhage, which is almost invariably present, leucorrhea, pain, backache, 
and a sense of weight or dragging in the pelvis. The best method of treatment and in fact the only treat- 
ment, to prevent and overcome, is by the local treatments in which you can give yourself by using our machine. 
These treatments are simple and beneficial and taken in time will prevent an operation. 





TERR DISEASES OF THE RECTUM 
E, P—Polypus 
Daily we are receiving letters from those who are suffering from Piles, Fistula and other diseases of the rectum, asking 
information in regards to our machine. 


Now we do not recommend this machine for piles or any other rectum trouble, outside of constipation, which is caused 
by the contraction of the Sphincter muscles. These muscles often contract and by the constant strain and irritation will bring 
on a form of Piles. We do recommend the machine for this trouble, and by massaging the rectum with the rectal electrode it 
relieves and removes the contraction of sphincter muscles, but we dare say and have letters to bear us out on this statement, 
that if you are a sufferer from piles you could not take a better treatment that will bring about the general results looked for 
than by the constant use of the Roche Electric Hygienic Machine. It has really been surprising, the letters we are receiving 
from people who have been practically cured of rectum trouble that they have suffered from for many years. 


From a well known Wisconsin lady and the wife of à very prominent merchant: 


“After submitting to all kinds of local treatments and suffering from untold agony for three years, 
she was told by her physician that there was only one help for her and that was through an operation, 
claiming that she had a tumor, or in other words a large growth of the uterus. The uterus was so congested 
and swollen that it was nearly ten times its normal size, and that she must be operated on at once in order 
- to save her life, but through Mr. Geo. Bee, a well known friend of the family, was recommended the Roche 
Electric Hygienic Machine and at onco-secured. 
“After carefully following out the Roche setet of Hygiene for two months, the operation was for- 
gotten, and for over 3 years she has been entirely free from her previous trouble and is now the mother of 
two babies.” 


This is just one of the many instances that comes to our observation daily. 


- Remember that full instructions go with each machine, showing you the simplicity and principle of operating the machine. 


GOITRE 


What is a goitre, why is it so common, especially among the females? This question has often been asked, and seven 
out of ten goitres that have been operated on are a failure, because they come back. Although usually neglected, because 
no great inconvenience is experienced, treatments should be taken to check the progress of this growth and to reduce it. For 
years goitres have been treated by electricity and it is the only safe and reliable method. Because it dissolves that fibre 
growth through the circulation, by so doing reduces the size of the neck. These treatments should be taken at least once a 
day. We have seen many wonderful results accomplished through the use of the Roche Electric Hygienic Machine. 


MANUFACTURED BY 


ROCHE ELECTRIC MACHINE CO. 
GRAND RAPIDS, MICHIGAN 


